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1. INTRODUCTION 

Visually Impaired are individuals who have difficulty in vision. The definition of visually impaired, 
according to Hallahan et al. [1], is someone who has an insight weakness with an accuracy of less than 6/60. 
Based on the ability of vision, blind protection is divided into two, namely the total blind and who still have a 
residual vision. For people with visual impairments in the category of the total blind, the learning process, 
determine orientation and mobility mostly depend on other sense organs, the sense of touch, and the sense of 
hearing. On the other side, someone who has low vision can still rely on limited vision abilities, and the ability 
to be still able to see the light. At this time, visually Impaired are helped by folding sticks that determine 
orientation and support mobility. The inaccuracy of this device is a challenge for visually impaired, who are 
specifically designed for indoor activities where items are placed in the area. Therefore, a technology-based 
system is needed that is developed as a solution. Currently, there are several studies and products 
developed based on certain technologies that enable the blind to determine orientation and support mobility, 
especially indoors. 
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Some research implemented the system that is utilized visually impaired people to identify an object, 
such as Abdurrasyid et al. [2]. This research develops a tool for a blind person who is able to recognize what 
object in front of him/her when he/she is walking. An attached camera will obtain an image of an object which 
is then processed using a template matching method to identify and trace the image of the object. After getting 
the image of the object, furthermore, calculate and compare it with the data training. The output is produced in 
the form of sound that in accordance with the object. The result of this research is that the best slope and 
distance for the template matching method to properly detect silent objects is 90 degrees and 2 meters. Another 
research from Siswono [3] implements glasses that give information in the form of voices through an earphone 
if there is an obstacle in the range of 0-58 cm. The device is using PING ultrasonic sensor, ATMEGA8535 
microcontroller, and ISD25120 for recording and saving the voices. The device will give eight different kinds 
of voices through the earphone. 

For the total blind and residual vision people, visible light can be used to determine orientation path 
and mobility in indoors utilize visible light communication (VLC) System. In 2015, a study conducted by 
Ma'ruf et al. [4] tried to send an audio signal by utilizing a visible light communication system. Based on the 
results of the study, audio signals can be sent with a maximum distance that is limited to 20 cm. Previously in 
2016, there was a study conducted by Darlis, et al. [5]. The research light emitting diode (LED) was by trying 
to send a video signal with using VLC. The results show that the video signal can be sent from the transmitter 
to the receiver at various distances using bidirectional methods. Whereas in 2014, research conducted by 
Kumar and Lourenco [6] tried to implement VLC on traffic signs on the highway. The results of this study 
indicate that VLC can be applied on the road and send information with a maximum distance of 1.5 m. In 2015, 
a study conducted by Azka et al. [7] tried to transmit digital data in the form of files using the VLC system, 
this tool can communicate at a maximum distance of 30 cm between the transmitter and receiver at an angle of 
0° and a range of 10 cm without interference from other objects. Other researches were done by 
Fuada et al. [8], Deepa et al. [9], and Qasin et al. [10] that analyze VLC technology that will be used for those 
systems. Besides that, this technology has been implemented and applied indoors [11-18], underwater [19-23], 
vehicular [24], and internet network [25]. 

Based on the previous researches, it can be predicted that the VLC technology allows them to be 
implemented on a folding stick that is used visually impaired in determining orientation and mobility. In this 
research, the implementation of light follower systems for visually impaired using visible light 1s proposed. 
This system can enable visually impaired people to determine orientation and support mobility, especially 
indoors, using visible light. The visually impaired pathway as a light follower system path in Indoor was made 
as a VLC transmitter. The VLC receiver that was equipped with an alarm system is made in a visually impaired 
folding stick. Utilizing this system, visually impaired can be guided using the audio system utilizing visible 
light. The measurement of this system uses acrylic and red, green, blue filters with considering measurement 
based on the angle and the fluorescent lights conditions. 


2. DESIGN AND IMPLEMENTATION 
2.1. System design 

This research discusses how the VLC system works, and the series of this research is shown in 
Figure 1. In the VLC block transmitter section can be seen the process of an information signal so that it can 
be transmitted. Input signal when testing using an audio generator in the form of an analog signal is passed 
through the signal conditioner and then through the white LED before being transmitted where the white LED 
is given a voltage of 12 V. The light sent by the white LED contains information and is received by the 
photodiode on the VLC receiver with a white VLC receiver voltage of 9 V. The photodiode functions as a 
light-receiving sensor and stores the received light energy and converts it into an electrical signal, then enters 
the amplifier as a signal amplifier and is passed on to the signal conditioner so that it produces the desired 
output. Light dependant resistor (LDR) functions as a light receiver sensor, to set the alarm system on the VLC 
receiver will then enter the timer circuit, where the timer circuit will respond to the light received by the LDR, 


the output produced in the form of an alarm sound on the buzzer. 
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Figure 1. Circuit system block 
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2.2. Prototype design 

The wood material is used to make the prototype VLC transmitter. The LEDs are installed along with 
the prototype VLC transmitter while the VLC transmitter is installed at every bend on the prototype, 
meanwhile, the base color acrylic will be installed above to cover the LED mounting path. The VLC transmitter 
design is shown in Figure 2. The visually impaired stick used is a type of named stick that can be folded and 
has a length of 120 cm. The VLC receiver is installed in a box that is connected to the visually impaired rod, 
while the castor wheels are mounted on the stick to facilitate the visually impaired in carrying out this tool. 
The design of the visually impaired stick is shown in Figure 3. 
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Figure 2. VLC transmitter prototype 
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Figure 3. The prototype design of blind stick as VLC receiver 
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2.3. Prototype implementation 

The VLC Transmitter circuit aims to send information signals emitted through LEDs in the form of 
visible light. The input signal used in this circuit comes from an audio generator with a frequency of 3 kHz. 
The VLC transmitter circuit is given a voltage of 12 V, while for filtering unwanted signals, the input signal 
from the audio generator will pass through the bandpass filter before being transmitted through the light with 
a white LED. The input signal transmitted by the VLC transmitter can be seen using an oscilloscope. The 
circuit and implementation of the VLC transmitter are shown in Figure 4. 

VLC Receiver circuit is intended to receive information signals emitted from the VLC transmitter 
through the white LED in the form of visible light. VLC receiver circuit consists of several electronic 
components such as photodiode and amplifier circuit, the information signal sent by the transmitter will be 
received by the photodiode on the VLC receiver. The photodiode in this circuit functions as a light-receiving 
sensor and stores the received light energy, and converts it into an electrical signal, then enters the amplifier 
circuit as a signal amplifier. The output signal received by the receiver can be seen using an oscilloscope. The 
VLC receiver circuit can receive signals well using a voltage of 9 V. The circuit and implementation of the 
VLC receiver is shown in Figure 5. 
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Figure 4. (a) VLC transmitter circuit [5], (b) Circuit implementation, (c) Path implementation 
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Figure 5. (a) VLC receiver circuit [5], (b) Circuit implementation, (c) Stick implementation 


2.4. Alarm system implementation 


This alarm system circuit serves to detect light so that the blind can follow the path in the supermarket 
properly. This circuit is installed on the VLC receiver. When the alarm is turned on with a voltage of 9 V, the 
LDR will detect the received light. If the light falls on the LDR, the resistance of the LDR will decrease so that 
the buzzer will not sound. When the LDR does not receive light, the resistance of the LDR will increase, 
causing the buzzer to sound. The series and implementation of the alarm system is shown in Figure 6. 
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Figure 6. (a) Alarm system circuit, (b) Alarm circuit implementation, (c) Buzzer Lf - MB26, 
(d) LDR Orp 12 


2.5. VLC transmitter and receiver integration 


After implementing the VLC transmitter and VLC receiver, the next step is to integrate the VLC 
transmitter and VLC receiver, as shown in Figure 7. Figure 7 shows the integration of the VLC transmitter 
with the VLC receiver using red acrylic. The visually impaired stick as a receiver will receive an information 
signal from the VLC transmitter mounted on the red line at the crossing point. The information sent is in the 
form of an audio sound recording installed on an MP3 player. Nevertheless, in the present research, the 
information sent is in the form of an information signal coming from the audio generator. Information received 
by the visually impaired stick as a receiver is in the form of audio sound recordings that can be listened to by 
the blind using a headset. While the information signal from the audio generator that is received by the visually 
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impaired stick as a receiver at the time of the study can be seen on the oscilloscope, the alarm system installed 
on the VLC receiver will make an alarm sound when the visually impaired stick exits the red acrylic path, 
indicating that the visually impaired person exits the specified way. Whereas if the visually impaired stick is 
on the right track by following the red acrylic path, the alarm system will not emit an alarm sound. 





Figure 7. VLC transmitter dan VLC receiver integration 


3. RESULTS AND ANALYSIS 

After implementing the systems, the next step is to measure and retrieve data from the system. 
Measuring and data retrieval is carried out, aiming to obtain data that can be compared to determine the 
performance of the systems that have been made. The measurement method is done considering system angle, 
use the filter, frequency both without and using neon lights. 


3.1. Angle based measurement without the effect of neon lights 

This measurement aims to determine the reliability of the system in sending and receiving audio 
signals in supermarkets. A signal with a frequency of 3 kHz is generated by using an audio generator, and the 
reference voltage applied is 5 Vp-p. This measurement used acrylic red, green, blue with angles of 30-90°. 
Measurements are taken during the day in room conditions without fluorescent lighting, as illustrated in 
Figure 8. 

From the graph in Figure 9 (a), the results of measurements in this system show that red acrylic 
measurements are better than green and blue acrylic. This is because the type of photodiode with type SFH 203 
has good sensitivity to red color with a wavelength of 620-750 nm. The shape of the signal from measurements 
using red acrylic with an angle of 90° is shown in Figure 9 (b). It shows the signal has the same shape between 
the signal transmitted and received without a noise with the signal shifting. 


è @ 8 
(a) (b) (c) 


Figure 8. Prototype measurement without the effect of neon lights using; 
(a) red acrylic, (b) green acrylic, (c) blue acrylic 
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Figure 9. Measurement results without effects of neon lights; (a) using red, green, blue acrylic, 
(b) signal shape using 90° red acrylic angles 
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3.2. Angle based measurement with effects of neon lights 

This measurement aims to determine the effect of fluorescent lights in a room, especially in 
supermarkets, on the reliability of the system in sending and receiving signals at a frequency of 3 kHz. At the 
same time, the reference voltage used is 5 Vp-p set on the audio generator. This measurement used acrylic red, 
green, blue with angles of 30-90°. This measurement is carried out at night in a room with fluorescent light, as 
illustrated in Figure 10. 

















Figure 10. The prototype of measurement by effect of neon lights using; 
(a) red acrylic, (b) green acrylic, (c) blue acrylic 


Based on the graph in Figure 11 (a), the results of measurements on this system show that the quality 
of red acrylic is better than green and blue acrylic. This is due to the influence of fluorescent lamps, and the 
type of photodiode used is SFH 203. Photodiode with SFH 203 has good sensitivity to red color with a 
wavelength of 620-750 nm. The shape of the signal from measurements using red acrylic with the influence of 
fluorescent lights at an angle of 90° is shown in Figure 11 (b). The figure shows the signal has attenuation in 
the signal output. However, the same shape is shown between the signal transmitted and received without 
noise. From the results of measurements using acrylic, a graph can be made to compare the quality of 
measurements without the influence of fluorescent lamps in Figure 9 (a), and measurements with the impact 
of neon lights in Figure 11 (a) by taking references using red acrylic is shown in Figure 12. 
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Figure 11. (a) Measurement chart using red, green, blue acrylic with effect of neon lights, 
(b) Shape of measurement signal using acrylic red 90° with effect of neon lights 


From the graph, in Figure 12, the results of measurements in this system show the quality of 
measurements with the influence of fluorescent lamps is better than measurements without the influence of 
fluorescent lamps. Based on Figure 12, it can be seen that the measurement with effect fluorescent lamp 
produces 7.19 Vp-p at the angle 70°, meanwhile without effect fluorescent produces 6.71 Vp-p at the angle 
70°C. This condition happened is due to the impact of fluorescent lamps on this measurement can increase 
voltage strengthening. 
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Figure 12. Measurement charts with effects of neon lights and without effects of neon lights 


3.3. Measurement using filters without the influence of neon lights 

This measurement aims to determine the reliability of the system in sending and receiving signals at 
a frequency of 3 kHz, while the reference voltage used is 5 Vp-p. This measurement used filters and acrylic 
red, green, blue with angles of 30-90°. This measurement is carried out during the day in a room with the neon 
lights turned off. Figure 13 shows the use of red, green, blue filters installed on the VLC receiver. From the 
results of measurements without the influence of fluorescent lamps using red, green, and blue filters, a graph 
can be made to compare the quality of a good filter for this system by using the red acrylic measurement as a 
reference is shown in Figure 14. 

The results of measurements on this system show the quality of the red filter is better than the filter 
green and blue. We have seen from Figure 15 the red filter with 90° angles of 6.32 Vp-p and the green filter 
with 90° angles of 3.20 Vp-p while the blue filter with 90° angles of 5.19 Vp-p. This is because the type of 
photodiode used is SFH 203. Photodiode with SFH 203 has good sensitivity to red color with a wavelength of 
620-750 nm. The shape of the signal from measurements using a red filter without the influence of fluorescent 
lights at an angle of 90° is seen in Figure 15. It has shown the signal have amplification from the transmitted 
signal without external interference. 
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Figure 13. Measurement without the effect of Figure 14. Measurement chart using red, green, blue 
using neon lights filter red, green, blue filters without the effect of neon lights 
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Figure 15. Measurement signals using red filters with 90° angle without the effect of neon lights 


3.4. Measurement using a filter with the effect of neon lights 

This measurement aims to determine the reliability of the system in sending and receiving signals 
using red, green, and blue filters with the influence of fluorescent lamps at a frequency of 3 kHz. In contrast, 
the reference voltage applied is 5 Vp-p. This measurement used filters and acrylic red, green, blue with angles 
of 30-90°. This measurement is carried out on even days in a room with fluorescent light. Figure 16 shows the 
use of red, green, blue filters installed on VLC receivers with the influence of fluorescent lamps. 
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Based on the measurement results using red, green, and blue filters with the influence of fluorescent 
lights, a graph can be made to compare the quality of an excellent base color filter for this system by using the 
red acrylic measurement as a reference as shown in Figure 17. In Figure 17, it can be found that the quality of 
the red filter is better than the green and blue filters. It can be seen that based on Figure 17, red filter with 90° 
angles of 6.40 Vp-p and green filter with 90° angles of 3.11 Vp-p while the blue filter with 90° angles of 5.19 
Vp-p. This is because the type of photodiode used is SFH 203. Photodiode with SFH 203 has a good sensitivity 
to red color with a wavelength of 620-750 nm. The shape of the signal from measurements using a red filter 
with the influence of neon light at an angle of 90° is shown in Figure 18. From the results of measurements, 
using a primary color filter can be made a graph to compare the quality of measurements without the influence 
of fluorescent lamps in Figure 19 and measurements with the impact of neon lights in Figure 17 by taking 
references using the red filter is shown in Figure 19. 

The results of measurements in this system show the quality of measurements without the influence 
of fluorescent lamps is better than measurements with the influence of fluorescent lamps. We have seen from 
Figure 20 measurements without the influence of fluorescent lamps with an angle of 700 at 6.48 Vp-p and 
measurements with the effect of neon lights with an angle of 70° at 6.15 Vp-p. This is because the impact of 
using a filter can cause a weakening of the voltage. To compare the best measurement quality without using 
the filter in Figure 20, a chart can be made by taking the measurement reference using red acrylic and red filter 
as shown in Figure 21 graph shows the measurement results without using a filter with an angle of 70° of 
7.19 Vp -p and measurements using a filter with an angle of 70° of 6.48 Vp-p. The measurements results in 
this system show the quality of measurements without using a filter is better than measurements using a filter. 
This is because the effect of using a filter on this measurement can result in the attenuation of the voltage. 
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3.5. System measurement based on angle with frequency range 

This measurement aims to determine the reliability of the system in sending and receiving signals at 
frequencies from 300-3400 Hz. Signals with a frequency range of 300-3400 Hz are generated by using an audio 
generator with a reference voltage of 5 Vp-p. In this measurement, red acrylic with an angle of 90° is used as 
a reference. Figure 21 (a) shows that with a frequency of 300 Hz, the signal can still be sent, but with poor 
quality, the higher the frequency used, the better the signal transmission. Quality of transmission with the 
influence of fluorescent lamps with an angle of 90° at a maximum frequency of 4.15 Vp-p is better than sending 
signals without the influence of fluorescent lamps with an angle of 90° at a maximum frequency of 3.92 Vp-p. 
This is because the influence of fluorescent lamps on this measurement can increase the voltage strengthening. 
The shape of the signal from the measurement using the frequency range with the influence of the neon lamp 
at an angle of 90° is shown in Figure 21 (b). It showed the signal has the same shape between the transmitted 
and received signal without noise. 
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Figure 21. (a) Measurement chart with frequency range, 
(b) Signal of frequency range measurement by effect of neon lights 


4. CONCLUSION 

Based on our worked, it can be found the several conclusion as follow; (a) A designed and 
implemented VLC transmitter and VLC receiver system can transmit a signal with a sound frequency of 
3000 Hz. (b) The results of the comparison between measurements using red, green and blue acrylic without 
the influence of fluorescent lighting and with the influence of fluorescent lighting show that the quality of 
measurements with the influence of fluorescent lamps is better than measurements without the influence of 
fluorescent Lamps, and the voltage ouput with an angle 70° is equal with 7.19 Vp-p. (c) The results of the 
comparison between measurements using filters and acrylic red, green and blue without the influence of 
fluorescent lighting and with the influence of fluorescent lighting show the quality of measurements without 
the influence of fluorescent lamps is better than measurements with the influence of fluorescent lamps, and the 
voltage output with an angle 70° is equal with 6.48 Vp-p. (d) The overall comparison results show that the 
quality of measurements without using a filter is better than the measurement using a filter, the output voltage 
value without using a filter with an angle of 70° is 7.19 Vp-p, and the measurement using a filter with an angle 
of 70° is 6.48 Vp-p. 
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